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if 62-109060-000 2844, 3/24/64 and undated pf before 4/1/64 from first releases relate to 
independent checking of the FBI's work with evidence and the work of its lab. It is obvious 
that the FBI was seeking to intimidate the commission into not having anyone else do the 
same testin&iag and that its pretended pique over a lack of trust wus not coal, jlf the FBI 
were really certain of its results it would welcome confirmation. And it knew that an 
impartial test as well as a second test added credibility to the results. 

It is Hoover who invented the line "the commission doesnot have confidence jin our 
Laboratory" and that "the commission is not satisfied with our findings." 

There is no suggestion of it and no basis for suspecting it. 

However, the attitude continues, as do the withholdings. | 

These records disclose files we have not been told have been searched. One jis written 
on the undated memo to Conrad, who then rqn the Lab ," Laboratory examinations for 
President's Commission." This is preceeded by am indexing marking, with the subject, as 
.usual, underlined. 

On the 3/24 Rosen to Belmont memo the letters FBI are written in the margin and 
similarly underlined, as are the typed words "Laboratory examinations." 

These mean a file outside the Lab. 





